THE  JESUIT  CHAPEL.  FRENCH  CASTLE 
OLD  FORT  NIAGARA 
This  was  one  of  the  first  Christian  churches 
on  the  frontier.  The  chapel  was  restored  by 
the  Knights  of  Columbus,  Fourth  Degree, 
Calvert  Province  in  1927,  and  has  been  con- 
secrated for  worship.  Old  Fort  Niagara,  14 
miles  from  Niagara  Falls,  is  open  to  visitors 
the  year  'round. 
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